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Pediatric orthopedic surgery rehabilitates handi- 
capped children (Diamond) 19,5:1039 
Childbirth see Labor 


Cholecystectomy 
Cholecystectomy cultures (N) 19,6:1303 


Clothing 
Fabrics cause rash (N) 19,5:1149 
Microbiology and postoperative 
(Litsky) 19,1:37 
New isolation garb (N) 19,2:478 
Collective Bargaining 
ANA funds collective action 19,5:1196 
ANA plans action for better patient care 
19,1(S):360 
At closing session, the gavel changes hands 
19,5:1110 
Delegates approve resolutions, hear reports 
(Doyle) 19,4:890 
Federation considers issues facing nursing in 
1974 19,3:604 
Labor relations act: implications for nurses 
(Munger) 19,5:1127 
Should nurses use collective bargaining? (SO) 
19,1:23 
Who should represent nurses at the bargaining 
table? (ed) (Schrader) 19,4:785 


Colon 
Colonoscopy: the OR nurse's function (Rogers) 
19,3:656 

Common Bile Duct 
T tubes negated (N) 19,3:739 


infections 


Community Health Services 
JCAH sets standards for surgery in nonhospital 
setting (Carroll) 19,3:649 
Operating room nursing in freestanding center 
(Wann) 19,3:636 
Pain clinics (N) 19,4:948 


Contact Lenses 
Contact lenses (N) 19,5:1174 
(Q&A) (McWilliams) 19,4:934 


AORN Journal, June 1974, Vol 19, No 6 


1380 


Cross Infection 
An automated system for infection control 
(Greenhalgh) 19,1:77 
Bacterial hazards and control in anesthesia 
(Thomas) 19,1:88 
Blueprint for a hospital infection control pro- 
gram (Fox) 19,1:70 
Bugs in bags (N) 19,4:948 
Dangerous vegetables (N) 19,1:135 
Microbiology and postoperative infections 
(Litsky) 19,1:37 
A new year's resolution may save lives in the 
OR (ed) (Schrader) 19,1:11 
Smallpox vaccination of hospital personnel 
urged (abs) 19,4:974 

Curriculum 
Establishing a course in OR nursing (Wolfson) 
19,3:695 
A summer stint attracts students to OR nursing 
(SO) 19,6:1227 

Cushing's Syndrome 
Cushing's syndrome (abs) 19,6:1318 


Day Care 
Day surgery: a concept of care for the pediatric 
patient (Bell) 19,3:623 
Day surgery: a viable alternative (Davis) 
19,3:641 
Day surgery has added benefits for children 


(Lee) 19,3:632 
JCAH sets standards for surgery in nonhospital 
setting (Carroll) i9,3:649 
Operating room nursing in freestanding center 
(Wann) 19,3:636 

Deformities see Abnormalities 

Dental Materials 
Implanted dentures (N) 19,2:473 


Dentistry 
Space age dentistry: no pain, no cavities (abs) 
19,2:528 

Diabetes Mellitus 
Carbohydrate tolerance during the menstrual 
cycle in diabetes (abs) 19,3:746 

Diagnosis, Laboratory 
Quicker heart attack test (N) 19,2:448 

Disasters 
Disaster drill (N) 19,2:476 

Disinfectants 
Cleanup techniques in the operating room 
(Peers) 19,1:53 
Disinfecting burns (N) 19,4:946 
Microbiology postoperative infections 
(Litsky) 19,1:37 

Doctor-Nurse Relations see 
Interprofessional Relations 


Drinking 
Drinkers and eaters (N) 19,3:740 
Drugs 
Drug hearings emphasize 
(N) 19,6:1245 
New bureaucracy (N) 19,4:948 


‘irrational" prescribing 


Eating 
Drinkers and eaters (N) 19,3:740 
Food asphyxiation—restaurant rescue (abs) 
19,3:752 
Economics, Nursing 
ANA board sets 1974 budget, programs 
19,5:1028 
RN raises cleared (N) 19,1:156 
Education, Nursing 
End to anti-education bias key to nursing future 
(Reinkemeyer) 19,4:911 
From student to RN (bk rev) 19,2:536 
Nurse advisory council (N) 19,2:465 
Nursing supply and needs 19,5:1046 
Who will answer? (SO) 19,3:593 


Education, Nursing, Associate 
The external degree: an innovative approach to 
nursing education (abs) 19,5:1176 
LPN to RN in a year (N) 19,4:869 
Education, Nursing, Baccalaureate 
A word of caution on BA program (L) 19,3:758 


Education, Nursing, Continuing 
Atlanta Center teaches foreign nurses (N) 
19,6:1247 
CE—mixed emotions (L) 19,1:155 
CE program for overseas nurses (N) 19,6:1204 
CE standards: an endorsement and a reservation 
(ed) (Schrader) 19,5:993 
Conference report: nurses’ concerns about con- 
tinuing education (educ) (Kneedler) 19,1:15 
Establishing a course in OR nursing (Wolfson) 
19,3:695 
Measuring continuing education (abs) 19,3:745 
NYSNA holds on mandatory CE (N) 19,5:1024 
New guidelines for one-day workshops (educ) 
19,5:1003 
Voluntary CE system (N) 19,6:1304 
Education, Nursing, Graduate 
ANF publishes directory (N) 19,1:95 
Part-time study for MSN (N) 19,2:490 
Postgraduate courses in OR nursing 19,5:1158 
Educational Measurement 
Oider means smarter (N) 19,6:1303 
Electric Conductivity 
(Q&A) (McWilliams) 19,2:451 
Electrocardiography 
Introduction to electrocardiography (bk rev) 
19,5:1173 
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Electronics, Medical 
Electronics and instrumentation (bk rev) 19,2:538 


Emergency Care Research Institute 
Device classification (N) 19,3:740 


Emergency Health Services 
EMS systems are a matter of life and death 
(ed) (Schrader) 19,6:1207 
From ambulance driver to ERT (abs) 19,2:532 
A new approach in treating trauma (Gill) 
19,6:1250 
Nursing in a shock trauma center (Kellogg) 
19,6:1255 
Pediatric trauma treated in unique unit (Haller) 
19,6:1273 
"So that others may live" (Sauter) 19,6:1262 


Epilepsy 
Seizures relieved (N) 19,2:476 
Side effect (N) 19,4:946 


Equipment and Supplies 
Device classification (N) 19,3:740 
Workshops slated to discuss new x-ray rules 
19,6:1366 


Esophageal Perforation 
Immediate closure and Heller procedure after 
Mosher bag rupture of the esophagus (abs) 
19,6:1324 


Estrogens 
Estrogen treatment and breast cancer 19,6:1368 


Ethylene Oxide 
Guidelines for use of ethylene oxide (Wisler) 
19,6:1286 
Recommendations for proper use of ethylene 
oxide sterilization 19,6:1287 


Eye 
Cataracts (N) 19,4:790 
Danger for alcoholics (N) 19,4:964 
Eye cancer and virus (N) 19,3:576 


Eye Injuries 
Eye injury statistics (N) 19,2:478 


Family 
Effect of illness on family studied (N) 19,3:708 


Federation of Specialty Nursing 
Organizations & ANA 
Certification presents dilemma for OR nurses 
(educ) (Kneedler) 19,3:597 
Delegates approve resolutions, hear reports 
19,4:890 
Federation considers issues facing nursing in 
1974 19,3:604 


Fetal Diseases 
Birth defects monitored 19,2:524 


Fetal Heart 
Fetal anoxia (N) 19,1:136 


Food 
Meat substitute (N) 19,4:948 
Vitamin Q (N) 19,2:473 
Food Additives 
Additives may be hazardous (N) 19,2:478 


Gastrointestinal System 
Gut reactions to today's society (N) 19,5:1045 
Germicides see Disinfectants 
Gloves, Surgical 
What technique should be used for regloving? 
(Q&A) (McWilliams) 19,4:933 
Government 
HEW nursing budget drastically reduced (N) 
19,5:1012 
Impounded nursing funds ordered released 
19,2:516 
New bureaucracy [N) 19,4:948 


Headache 
Clinical clues to different types of headaches 


(abs) 19,5:1180 

Health Education 
Career mobility program for hourly staff (N) 
19,6:1216 
Mini-course for students (N) 19,5:1034 

Health Manpower 
Distribution of health manpower (bk rev) 
19,6:1332 

Health Occupations * 
AMA statement on credentials of new health 
workers 19,3:731 

Health Services 
Medical communication in Alaska by satellite 
(abs) 19,6:1324 

Health Surveys 
Effect of illness on family studied (N) 19,3:708 


Heart 
Heart attack prevention (N) 19,5:1150 
Heart survives without oxygen (N) 19,1:132 
Heart Arrest 
Cardiac arrest in the critically ill patient (abs) 
19,5:1182 
Heart, Artificial 
Prosthetic heart (N) 19,3:742 


Heart Diseases 
The cardiac patient, a comprehensive approach 
(bk rev) 19,2:535 

Heart Surgery 
Age and coronary bypass surgery (N) 19,2:438 
The cardiac patient, a comprehensive approach 
(bk rev) 19,2:535 
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Fish roe helps preserve ischemic heart (N) 
19,6:1272 
Nitroglycerin in bypass surgery (N) 19,1:52 
Partial replacement of pericardium with dura 
substitute (abs) 19,2:528 
Hepatitis 
Hepatitis virus identified (N) 19,6:1304 
Hip Dislocation, Congenital 
The Chiari osteotomy (MacEwen) 19,5:1060 
Hodgkin's Disease 
Hodgkin's disease (N) 19,6:1304 
Home Care Services 
Gas priority asked for specific nurses (N) 
19,6:1295 
Hospital Administration 
Developing a hospital policy and procedure 
manual (Josehart) 19,2:498 
Hospital organization in the post-industrial 
society (abs) 19,3:748 
Hospital Emergency Service 
A new approach in treating trauma (Gill) 
19,6:1250 
Pediatric trauma treated in unique unit (Haller) 
19,6:1273 


Hospital Outpatient Clinics 
Center reflects children's needs (Michele) 
19,6:1279 
Day surgery: a concept of care for the pediatric 
patient (Bell) 19,3:623 
Day surgery: a viable alternative (Davis) 
19,3:641 
Day surgery has added benefits for children 
(Lee) 19,3:632 
General anesthetics for outpatient surgery (N) 
19,2:522 
Standards vital to day surgery patient care (ed) 
(Lee) 19,3:589 


Hospital Planning 
Blueprint for a hospital infection control pro- 
gram (Fox) 19,1:70 
Worksheets assist surgical suites planners 19,3:774 


Hospital Purchasing 
How to improve buyer-seller relationships (abs) 
19,6:1322 


Hospitals 
Symposium travelers report on OR nursing in 
Greece 19,1:114 


Hospitals, Teaching 
The community hospital: a resource for increasing 
medical school enrollment (abs) 19,3:752 


Housekeeping 
Cleanup techniques in the operating room 
(Peers) 19,1:53 


Hypertension 
Bypass restores kidney function (N) 19,1:24 
Hypertension higher among blacks (N) 19,5:1174 
A review of hypertension (Mayer) 19,2:518 


Hypertension, Malignant 
Malignant hypertension (abs) 19,2:530 
Hypnosis 
Shhh! "Sleeping" OR patients are listening 
(DeLappe) 19,6:1334 
Hysterectomy 
Depression prone (N) 19,5:1150 


lleostomy 
Trauma reduced (N) 19,6:1304 


Infant Care 
Strangulation of appendages by hair or thread 
(abs) 19,3:752 


Infant Mortality 
Fewer babies die (N) 19,1:136 


Infant, Premature 
Rupture aids preemies (N) 19,5:1149 


Informed Consent 
(Q&A) (McWilliams) 19,5:1034 


Inservice Training 
Knowledge, skill checklist (Luttman) 19,6:1355 
Videotape recording: an approach to nursing 
inservice education (abs) 19,2:527 


Intelligence 
Women smarter (N) 19,1:136 


Intensive Care Units 
ICU concentrates on impending organ failure 
19,2:488 


Interprofessional Relations 
May nurses refuse to work with difficult surgeons 
{Q&A) (McWilliams) 19,3:713 


Interview, Psychological 
The anxiety—and joy of making a film (educ) 
(Alexander) 19,2:381 
A guide for the preoperative visit (Ayers) 
19,2:413 

Ischemia 
Fish roe helps preserve ischemic heart (N) 
19,6:1272 


Joint Commission on Accreditation of Hospitals 
JCAH sets standards for surgery in nonhospital 
setting (Carroll) 19,3:649 
on logbook 19,6:1235 
on nursing care plans 19,6:1243 
Standards vital to day surgery patient care (ed) 
(Lee) 19,3:589 

Jurisprudence 
Impounded nursing funds ordered released 
19,2:516 
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Kidney 
Kidney harvest film (N) 19,4:842 
Kidney Calculi 
Sound smashes stones (N) 19,1:136 


Kidney Diseases 
Nursing and the nephrology patient (bk rev) 
19,3:764 
Stroke, kidney classification studies released for 
study 19,5:1065 


Labor 
Acupuncture fails childbirth pain test 19,1:164 
Labor Unions 
Labor relations act: implications for nurses 
(Munger) 19,5:1127 
Union challenges ANA _ education programs 
19,2:560 
Laparoscopy 
Tell laparoscopy complications, suggest ways to 
avoid them (abs) 19,5:1182 
Lasers 
Laser puncture (N) 19,6:1304 
Lead Poisoning 
Lead poisoning test (N) 19,3:700 
Leadership 
Developing leaders at the chapter level (PM) 
(Rogers) 19,5:989 
Legal Aspects of Nursing see Jurisprudence 
Legislation 
ERA needs five states for ratification (N) 
19,5:1029 
Lice 
Lice: a public health problem 19,2:440 
Licensure 
AHA-NLN statement 19,3:756 
AMA clarifies position on institutional licensure 
(L) 19,3:754 
AMA statement 19,3:756 
The threat of institutional licensure (abs) 
19,5:1182 


Licensure, Medical 

discussed at ACS congress 19,1:127 
Long Term Care 

Upgrade long-term care (N) 19,5:1168 


Malpractice 
‘Captain of the ship' doctrine sinks (abs) 
19,4:974 
Medical malpractice: report of the secretary's 
commission (bk rev) 19,3:763 
Mammography 
Mammography, thermography offer optimism for 
breast cancer diagnosis (Farabee) 19,4:837 
Marihuana see Cannabis 
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Mass Screening 
Mammography, thermography offer optimism for 
breast cancer diagnosis (Farabee) 19,4:837 

Mastectomy 
Breast cancer, a therapeutic dilemma (Leis) 
19,4:813 
The controversy over breast cancer 19,4:864 
discussed at ACS congress 19,1:127 
Fact and fantasy about breast cancer 19,4:845 
Subcutaneous mastectomy (abs) 19,2:530 
The team approach to rehabilitation after 
mastectomy (Schmid) 19,4:821 


Mathematics 

Arithmetic for nurses (bk rev) 19,6:1332 
Medical Illustration 

The artist and medicine 19,2:496 
Mental Retardation 

Tom tom (bk rev) 19,5:1173 
Microbiology 

Microbiology 

(Litsky) 19,1:37 
Minority Groups 

ANA bibliography available (N) 19,3:767 

Hypertension higher among blacks (N) 19,5:1174 
Muscle Relaxants, Central 

Drug relieves spasticity (N) 19,6:1304 
Myocardial Infarct 

New challenge in cardiac nursing; the intra- 

aortic balloon (abs) 19,2:532 

Quicker heart attack test {N) 19,2:448 


and postoperative _ infections 


National Advisory Council on Nurse Training 
Nurse advisory council (N) 19,2:465 
National Association of Theatre Nurses 
Reflections on the changing of the guard (PM) 
(Metzger) 19,2:371 
National Health Programs see State Medicine 
National Joint Practice Commission 
Nurse-physician study founded (N) 19,1:99 
National League for Nursing 
AHA-NLN statement 19,3:756 
AMA statement 19,3:756 
Impounded nursing funds ordered released 
19,2:516 
National Medical Association 
National Medical Association (N) 19,5:1104 
Neurosurgery 
Your brain and nerves (bk rev) 19,6:1328 
Noise 
Noise hurts (N) 19,3:581 
Nurse-Patient Relations 
Effective approaches to patients’ behavior (bk 
rev) 19,6:1332 
Shhh! "Sleeping’ OR patients are listening 
(DeLappe) 19,6:1334 
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Nurse Practitioner 
Nursing consultants, inc—a corporation (abs) 
19;3:750 
Nurses 
Nursing supply and needs 19,5:1046 


Nursing 
The challenge of nursing (bk rev) 19,6:1330 
End to anti-education bias key to nursing future 
(Reinkemeyer) 19,4:911 
From student to RN (bk rev) 19,2:536 
Greek nurses present sculpture to AORN 
19,3:728 


ILO and WHO set international nursing code, 


19,2:489 

Medical-surgical nursing examination review (bk 
rev) 19,3:765 

National nurse week: the week that was 19,4:982 
Plan of action to recruit students (PM) (Rogers) 
19,6:1203 

Reflections on the changing of the guard (PM) 
(Metzger) 19,2:371 

Role changes (N) 19,2:476 


Nursing Assessment see Patient Care Planning 


Nursing Audit 
Is nursing audit relevant for OR nurses? 
(Gruendemann) 19,1:98 
More thoughts on nursing audits (abs) 19,4:975 


Nursing Care Plans see Patient Care Planning 


Nursing, Team 
Team nursing in the OR (abs) 19,6:1322 


Obstetrics 
Integrated OR/OB suite (Carkoski) 19,5:1141 


Operating Room Nursing 
AORN members plan Mid-West Health Congress 
program (N) 19,3:618 
Anterior spine fusion to correct scoliotic de- 
formities (Drencsko) 19,5:1066 
Begin today to prepare tomorrow's OR super- 
visor (educ) (Wells) 19,4:788 
Can OR nurses define their job? (SO) 19,2:385 
Congress starts a cycle of communication (PM) 
(Rogers) 19,3:575 
Establishing a course in OR nursing (Wolfson) 
19,3:695 
Every member has responsibilities 19,1 (S):364 
A guide for the “preoperative visit (Ayers) 
19,2:413 
In orthopedic surgery, children need extensive 
nursing care (Balderson) 19,5:1047 
Is nursing audit relevant for OR nurses? 
(Gruendemann) 19,1:98 
Is the preop visit a nursing function? (ed) 
(Schrader) 19,2:375 


Knowledge, skill checklist (Luttman) 19,6:1355 
Nursing by assessment (Coates) 19,5:1091 
Nursing in a shock trauma center (Kellogg) 
19,6:1255 

OR nurses vs surgeon on individual case setups 
(Q&A) (McWilliams) 19,5:1033 

Plan of action to recruit students (PM) (Rogers) 
19,6:1203 

A plea for the professional nurse in the OR 
(McPhail) 19,4:872 

A postscript (L) 19,4:970 

Preoperative visits: the OR nurse unmasks 
(Alexander) 19,2:401 

(Q&A) (McWilliams) 19,3:713 

Shhh! "Sleeping" OR patients are listening 
(DeLappe) 19,6:1334 

Students learn about OR nursing by telephone 
19,2:568 

A summer stint attracts students to OR nursing 
(SO) 19,6:1227 

The surgeon's assistant must be more than just 
a title (PM) (Metzger) 19,1:7 

The surgical patient—behavioral concepts for the 
operating room nurse (bk rev) 19,6:1327 

Team nursing in the OR (abs) 19,6:1322 

Wants more solutions (L) 19,1:156 

Who will answer? (SO) 19,3:593 


Operating Room Technicians 

Can OR nurses define their job? (SO) 19,2:385 
Is the preop visit a nursing function? (ed) 
(Schrader) 19,2:375 


Operating Rooms 


AORN films to be premiered 19,1! (S):244 

Can we conserve energy in the OR? (SO) 
19,5:1011 

Cleanup techniques in the operating room 
(Peers) 19,1:53 

A closed case cart system (Richmond) 19,1:101 
Integrated OR/OB suite (Carkoski) 19,5:1141 
Log or not, but know how to use data (Q&A) 
(McWilliams) 19,6:1235 

Microbiology and postoperative _ infections 
(Litsky) 19,1:37 

Nursing in a shock trauma center (Kellogg) 
19,6:1255 

Should ‘dirty’ cases go last? (Q&A) (Mc- 
Williams) 19,2:451 

Worksheets assist surgical suites planners 
19,3:774 


Operating Rooms—Manpower 


Begin today to prepare tomorrow's OR super- 
visor (educ) (Wells) 19,4:788 

A plea for the professional nurse in the OR 
(McPhail) 19,4:872 
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The surgeon's assistant must be more than just 
a title (PM) (Metzger) 19,1:7 
Organization and Administration 
Begin today to prepare tomorrow's OR super- 
visor (educ) (Wells) 19,4:788 
Developing a hospital policy and procedure 
manual (Josehart) 19,2:498 
MBO drawback (N) 19,4:946 
Orthopedics 
Anesthesia in pediatric orthopedic surgery (San- 
chez) 19,5:1054 
Anterior spine fusion to correct scoliotic deformi- 
ties (Drencsko) 19,5:1066 
In orthopedic surgery, children need extensive 
nursing care (Balderson) 19,5:1047 
Pediatric orthopedic surgery rehabilitates handi- 
capped children (Diamond) 19,5:1039 
Osteotomy 
The Chiari osteotomy (MacEwen) 19,5:1060 
In orthopedic surgery, children need extensive 
nursing care (Balderson) 19,5:1047 
Pediatric orthopedic surgery rehabilitates handi- 
capped children (Diamond) 19,5:1039 


Pacemaker, Artificial 
New pacemaker design (N) 19,4:946 
Pacemakers today (abs) 19,6:1320 

Pain 
Heel-drop test (N) 19,2:473 
Pain clinics (N) 19,4:948 

Patient Care Planning 
Nursing by assessment (Coates) 19,5:1091 
Planning effective OR nursing care (educ) 
(Kneedler) 19,6:1243 
Preoperative visits meet patient's tangible needs 
(Stetzer) 19,2:441 
Preoperative visits: the OR nurse unmasks 
(Alexander) 19,2:401 
Standerds of nursing care (bk rev) 19,5:1170 


Patients 
Complaint clearinghouse (N) 19,3:739 
Patient responsibilities (N) 19,3:739 


Peer Review 
Peer review (abs) 19,6:1318 


Personnel Management 
Career mobility program for hourly staff (N) 
19,6:1216 
MBO drawback (N) 19,4:946 
Nurse staffing methodology (bk rev) 19,5:1173 
(Q&A) (McWilliams) 19,3:713 
A therapy program for hospital employees (abs) 
19,2:527 

Philosophy, Nursing 
A congress message: AORN graffiti (PM), 
(Metzger) 19,1(S):171 
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Congress starts a cycle of communication (PM) 
(Rogers) 19,3:575 

Don't break those resolutions (HQ) (Peers) 
19,2:379 


Photography 
Photography in the OR: the camera as a sterile 
instrument (abs) 19,5:1180 


Physicians’ Assistants 
The physician's assistant today and tomorrow (bk 
rev) 19,6:1328 
The surgeon's assistant must be more than just 
a title (PM) (Metzger) 19,1:7 


Pilonidal Cyst 
Sinus surgery (N) 19,4:948 


Politics 
ANA board sets 1974 budget, programs 19,5:1028 


Postoperative Care 
Preoperative visits: the OR nurse unmasks 
(Alexander) 19,2:401 
The team approach to rehabilitation after 
mastectomy (Schmid) 19,4:821 
We need you, OR nurse (SO) 19,4:795 


Postoperative Complications 
Complete analysis of postanesthetic deaths (abs) 
19,3:746 
Study evaluates effects of preoperative visits 
(Lindeman) 19,2:427 


Pregnancy 
Unwanted pregnancy (bk rev) 19,2:538 


Preoperative Care 
AORN films to be premiered 19,1 (S):244 
The anxiety—and joy of making a film (educ) 
(Alexander) 19,2:381 
A guide for the preoperative visit (Ayers) 
19,2:413 
Is the preop visit a nursing function? (ed) 
(Schrader) 19,2:375 
Nursing by assessment (Coates) 19,5:109! 
One hospital's answer (L) 19,1:155 
Preoperative home visits: patient perception and 
nurse self-image (Edwards) 19,2:419 
Preoperative visits meet patient's tangible needs 
(Stetzer) 19,2:441 
Preoperative visits: the OR nurse unmasks 
(Alexander) 19,2:401 
Study evaluates effects of preoperative visits 
(Lindeman) 19,2:427 

Professional Practice 
ILO and WHO set international nursing code 
19,2:489 


Professional Standards Review Organizations 
PSRO on cancer programs (N) 19,3:742 
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Prosthesis 
Hook vs hand (N) 19,1:142 
New thumb joint (N) 19,4:946 
Pul ary E Lal: 
Heat may prevent pulmonary emboli (N) 
19,1:120 


Quality Control 
Microbiology and postoperative infections 
(Litsky) 19,1:37 
Workshops slated to discuss new x-ray rules 
19,6:1366 


Quality of Health Care 
ANA plans action for better patient care 
19,1 (S):360 
The medicine show (bk rev) 19,5:1170 
Nurse-physician study founded (N) 19,1:99 


Radiography 
New brain x-ray (N) 19,3:740 
Workshops slated to discuss new x-ray rules 
19,6:1366 


Radiotherapy 
Technique of intraperitoneal instillation of radio- 
active colloids (abs) 19,6:1324 


Records 
Log or not, but know how to use data (Q&A) 
(McWilliams) 19,6:1235 


Reimplantation 
Severed finger success (N) 19,2:478 


Renal Artery Obstruction 
Bypass restores kidney function (N) 19,1:24 


Resuscitation 
AV techniques in CPR teaching (Ravin) 19,6:1351 


Retinoblastoma 
Eye cancer and virus (N) i9,3:576 


Scoliosis 
Anterior spine fusion to correct scoliotic de- 
formities (Drencsko) 19,5:1066 


Shock 
ICU concentrates on impending organ failure 
19,2:488 


Shock, Cardiogenic 
New challenge in cardiac nursing; the intra- 
aortic balloon (abs) 19,2:532 
Skin 
Artificial skin (N) 19,3:740 
New skin for burns (N) 19,3:742 
Skin Neoplasms 


Preventing skin cancer in high risk patients (abs) 
19,6:1317 


Skull 
Plastic surgery advances (N) 19,1:135 


Smallpox 
Smallpox vaccination of hospital personnel 
urged (abs) 19,4:974 


Smoke 
discussed at ACS congress 19,1:130 


Sociology 
Liberation ethics (bk rev) 19,2:536 


Specialties, Medical 
Aquamedics is new physician specialty (N) 
19,4:934 


Spinal Fusion 
Anterior spine fusion to correct scoliotic de- 
formities (Drencsko) 19,5:1066 


Staff and Staffing see Personnel 
Management 

State Medicine 
National blood policy (N) 19,1(S):248 


Sterilization 
Bacterial hazards and control in anesthesia 
(Thomas) 19,1:88 
Cleanup techniques in the operating room 
(Peers) 19,1:53 
EO: despite call for FDA action research goes 
on (abs) 19,3:750 
Guidelines for use of ethylene oxide (Wisler} 
19,6:1286 
Infections and sterilization problems (bk rev) 
19,6:1330 
Microbiology and postoperative infections 
(Litsky) 19,1:37 
Photography in the OR: the camera as a sterile 
instrument (abs) 19,5:1180 
(Q&A) (McWilliams) 19,1:123 
(Q&A) (McWilliams) 19,6:1235 
Recommendations for proper use of ethylene 
oxide sterilization 19,6:1287 
Surgical instruments: manufacture and proper 
care (McElmurry) 19,5:1074 


Stress, Psychological 
Gut reactions to today's society (N) 19,5:1045 
Stroke see Cerebrovascular Disorders 


Students, Nursing 
Plan of action to recruit students (PM) (Rogers) 
19,6:1203 
Student involvement in learning (Gohsman) 
19,3:702 
A summer stint attracts students to OR nursing 
(SO) 19,6:1227 


Surgery 
Anesthesia in pediatric orthopedic surgery 
(Sanchez) 19,5:1054 
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In orthopedic surgery, children need extensive 
nursing care (Balderson) 19,5:1047 

Pediatric orthopedic surgery rehabilitates handi- 
capped children (Diamond) 19,5:1039 
Symposium travelers report on OR nursing in 
Greece 19,1:114 


Surgery, Plastic 
Plastic surgery advances (N) 19,1:135 
Plastic surgery increasing (N) 19,5:1150 


Surgical Equipment 
Cleanup techniques in the operating room 
(Peers) 19,1:53 
A closed case cart system (Richmond) 19,1:101 
Integrated OR/OB suite (Carkoski) 19,5:1141 


Surgical Instruments 
Anterior spine fusion to correct scoliotic de- 
formities (Drencsko) 19,5:1066 
Cleanup techniques in the operating room 
(Peers) 19,1:53 
Colonoscopy: the OR nurse's function (Rogers) 
19,3:656 
In orthopedic surgery, children need extensive 
nursing care (Balderson) 19,5:1047 
Integrated OR/OB suite (Carkoski) 19,5:1141 
Research and investigation of postoperative 
wound infections (Mason) 19,1:64 
Surgical instruments: manufacture and proper 
care (McElmurry) 19,5:1074 
Transfer forceps: ‘To be or not to be’ (Q&A) 
(McWilliams) 19,1:123 


Surgical Nursing 
We need you, OR nurse (SO) 19,4:795 


Surgical Replantation see Reimplantation 


Surgical Wound Infection 
Bacterial hazards and control in anesthesia 
(Thomas) 19,1:88 
Cholecystectomy cultures (N) 19,6:1303 
discussed at ACS congress 19,1:130 
Epidemics of postoperative wound infections as- 
sociated with hair carriers (abs) 19,5:1184 
Microbiology and infections 
(Litsky) 19,1:37 
A new year's resolution may save lives in the 


OR (ed) (Schrader) 19,1:11 
Postoperative infections (N) 19,3:64C 
Research and investigation of postoperative 
wound infections (Mason) 19,1:64 
Suture Technics 
A stitch in time (abs) 19,6:1317 


postoperative 


Teaching 
AY techniques in CPR teaching (Ravin) 19,6:1351 
Student involvement in learning (Gohsman) 
19,3:702 


Telephone 
Students learn about OR nursing by telephone 
19,2:568 

Television 
Health programs set for TV 19,2:561 


Tendons 
Treatment and problems (N) 19,4:948 
Thermography 
Mammography, thermography offer optimism for 
breast cancer diagnosis (Farabee) 19,4:837 
Thoracic Injuries 
Delayed complications in thoracic wounds (N) 
19,4:875 
Transplantation 
ACS/NIH reports on organ transplants 19,3:587 
Head transplanted (N) 19,4:945 


Trauma see Wounds and Injuries 


Tuberculosis 
Tuberculosis: current measures 19,5:1053 


Ultrasonics 
Sound smashes stones (N) 19,1:136 
Ultrasound detects atherosclerosis (N) 19,1:86 


Veterans Affairs 
RN raises cleared (N) 19,1:156 


Videotape Recording 
Preoperative home visits: patient perception and 
nurse self-image (Edwards) 19,2:419 
Videotape recording: an approach to nursing 
inservice education (abs) 19,2:527 

Vitamins 
Vitamin @ (N) 19,2:473 


Women 
Women smarter (N) 19,1:136 

Wounds and Injuries 
Center reflects children's needs (Michele) 
19,6:1279 


A new approach in treating trauma (Gill) 
19,6:1250 


New trauma society seeks nurses’ support 
(Howard) 19,6:1246 


Nursing in a shock trauma center (Kellogg) 
19,6:1255 


Pediatric trauma treated in unique unit (Haller) 
19,6:1273 


"So that others may live" (Sauter) 19,6:1262 
Trauma centers 19,6:1249 


Sara Katsh Alterman, MA 
AORN librarian 
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